229
E.  HRC Safety Evaluation Report (SER), suppls & correspondence
8503080174 Forwards response to SER Confirmatory Item 56, "Personnel Resumes." Revs & additions contained in Ends 1 & 2 will be included in future FSAR amend. BOOKER.J.E. Gulf States Utilities Co. 85/02/13. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. 75pp. 29274:263-29274:337.
8503060512 Forwards Rev 1 to environ qualification document to assist NRC reviewer in developing SER.Section 3.11 & in addressing SER Open Item S.Jusitification for interim operation for Class 1E electrical components in harsh environ also encl. BOOKER.J.E. Gulf States Utilities Co. 85/02/15. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. 206pp. 29236:193-29237:036.
8503050376 Confirms 850130 discussions at license exam exit meeting. Requalification training program should start once initial group licensed.FSAR description of requalifi-cation training will be addressed in SSER (NUREG-0989).
JOHNSON.E.H. Region 4, Office of Director. 85/02/28. CAHILL.W.J. Gulf States Utilities Co. 2pp. 29205:283-29205:284.
8503110467 Responds to 850125 questions & comments re pool dynamic loads for facility.Revs to FSAR supporting responses encl. Info will be included in future amend to FSAR to closeout SER Outstanding Issue 7.
BOOKER.J.E. Gulf States Utilities Co. 85/03/01. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. 33pp. 29288:220-29288:252.
8503110412 Submits revised response to Item 9 of SER Table 1.3,changing info provided in JE Booker 841203 Itr.Revised FSAR Table 1.5-12 re indication of bypass/inop-erability due to auxiliary/support sys.encl.
BOOKER.J.E. Gulf States Utilities Co. 85/03/05. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. 2pp. 29288:001-29288:002.
8503110478 Forwards revised FSAR Section 9A.2.1 responding to concerns identified in NRC 850208 Itr.Section 9A.2 provides fire hazards analysis,including safe shutdown anaiysis.Submittal completes response to SER Outstanding Issue 13. BOOKER.J.E. Gulf States Utilities Co. 85/03/05. DENTON.H.R. Office of Nuclear Reactor Regulation. Director. 11pp. 29288:293-29288:303.
8503210004 Forwards Rev 1 to "Environ Qualification Document." Rev addresses 850215 environ qualification portion of SER Outstanding Item 5. BOOKER.J.E. Gulf States Utilities Co. 85/03/15. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. 3pp. 29460:010-29462:151.
-8503210005 Rev 1 to "Environ Qualification Document," Vols 1 & 2.
*  Gulf States Utilities Co. 85/03/15. 859pp. 29460:013-29462:151.
8503270438 Forwards revised response to SER Open Item 2 re moderate energy line crack .Info submitted will be incorporated into FSAR App 3C in future amend. BOOKER.J.E. Gulf States Utilities Co. 85/03/15. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. 16pp. 29522:342-29522:357.
F.  Security, medical, emergency & fire protection p!arts
8503060356 Forwards review of emergency classification scheme contained in Section 13.3.3 of radiological emergency plan.Requests addl info re emergency action levels listed in Tables 13.3-1 ,per NUREG-0654 within 30 days.
SCHWENCER.A. Licensing Branch 2. 85/02/22. CAHILL.W.J. Gulf States Utilities Co. 8pp. 29246:312-29246:319.
8503120513 Responds to 841016 Itr transmitting Rev 3 to physical security plan & Rev 1 to safeguards contingency plan.lnfo re upgrading or plan changes neccessary to satisfy regulatory requirements encI.EncI withheld (ref 10CFR73.21). SCHWENCERA Licensing Branch 2. 85/02/25. CAHILL.W.J. Gulf States Utilities Co. 2pp. 29338:119-29338:120.
8503050484 Discusses reduction of time spent in generic radiation protection retraining at facility.NRC employees that do not appear on encl proprietary radiological access list expected to complete training program.Encl withheld.
MARTIN.R.D. Region 4, Office of Director. 85/02/27. CAHILL.W.J. Gulf States Utilities Co. 2pp. 29209:173-29209:174.
8503050300 Forwards SALP Rept 50-458/84-40 for Aug 1983 - Dec 1984. Overall performance of applicant commendable.
MARTIN.R.D. Region 4, Office of Director. 85/02/28. CAHILL.W.J. Gulf States Utilities Co. 2pp. 29206:289-29206:336.
-8503050308 SALP Rept 50-458/84-40 for Aug 1983 - Dec 1984.
*  Region 4, Office of Director. 85/02/28. 46pp. 29206:291-29206:336.
8503110478 Forwards revised FSAR Section 9A.2.1 responding to concerns identified in NRC 850208 Itr.Section 9A.2 provides fire hazards analysis.including safe shutdown anaiysis.Submittal completes response to SER Outstanding Issue 13. BOOKER.J.E. Gulf States Utilities Co. 85/03/05. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. 11pp. 29288:293-29288:303.
8503150247 Requests meeting w/emergency preparedness team leader & applicable team members on 850315 in Arlington.TXProposed agenda items consist of prompt notification sys.transient population info & discussion of insp repts. BOOKER.J.E. Gulf States Utilities Co. 85/03/05. MARTIN.R.D. Region 4, Office of Director. 1 p. 29370:043-29370:043.
8503260008 Forwards Insp Rept 50-458/85-08 on 850114-18.No violation or deviation noted.
JOHNSON,E.H. Region 4, Office of Director. 85/03/11. CAHILL.W.J. Gulf States Utilities Co. 2pp. 29517:265-29517:267.
-8503260009   Insp   Rept   50-458/85-08   on   850114-18.No   violation   or   deviation noted.Major areas inspected:interim fuel storage plan.controlled access areas.access controls & intransit protection.Details withheld (ref 10CFR73.21). CALDWELL.RA, EVERETT.RJ., JAUDON.J.P. Region 4, Office of Director. 85/03/ 08. 1p. 29517:267-29517:267.
8503180432 Forwards Insp Rept 50-458/85-05 on 850121-25.No violations or deviations identified.
JOHNSON.E.H. Region 4, Office of Director. 85/03/12, CAHILL.W.J. Gulf States Utilities Co. 2pp. 29384:299-29384:316.
-8503180434 Insp Rept 50-458/85-05 on 850121~25.No violations or deviations noted.Major areas inspected:radiation protection program.TMl action items (NUREG-0737) & radiation protection program activities re emergency preparedness activities. CHANEY.H., MARKEE.E.H., MURRAY.B. Region 4, Office of Director. 85/03/11. 16pp. 29384:301-29384:316.
8503200392 Forwards proprietary Rev 4 to "Security Training & Qualification Plan," & supplemental package to Rev 4 to "Physical Security Plan." Revs withheld (ref 10CFR2.790).
CAHILL.W.J. Gulf States Utilities Co. 85/03/18. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. 2pp. 29429:349-29429:350.
8503250162 Confirms 850321 meeting at Region IV ofc to discuss emergency preparedness issues.per 850308 telcon.Proposed agenda encl.
JOHNSON.E.H. Region 4, Office of Director. 85/03/18. CAHILL.W.J. Gulf States Utilities Co. 2pp. 29492:277-29492:278.
8503270232 Forwards request for addl info re procedures generation package.Questions address technical guidelines portion of required procedures generation package & refer to 850115 & 0211 submittals.
SCHWENCER.A. Licensing Branch 2. 85/03/18. CAHILL.W.J. Gulf States Utilities Co. 4pp. 29529:349-29529:352.
8503250009 Forwards Insp Rept 50-458/85-03 on 850115-17.No violation or deviation noted.Deficiencies in emergency preparedness program noted. JOHNSON.E.H. Region 4, Office of Director. 85/03/19. CAHILL.W.J. Gulf States Utilities Co. 2pp. 29494:325-29494:338.
-8503250010 Insp Rept 50-458/85-03 on 850115-17.No violation or deviation noted.Major areas inspected:emergency response capabilities during exercise of emergency plan & procedures.
BAIRD. HALL.R.E, JAUDON.J.P.  Region 4,  Office  of Director. 85/03/18. 11pp. 29494:327-29494:338.
G. Adjudlcatory correspondence
8503110381 Forwards Indemnity Agreement B-104 to be incorporated into License SNM-1943.Related correspondence.
DEWEY.L.S. Hearing Branch 3. #185 929. 85/03/07. COTTER.B.P., LINENBURGER.G., COLE.R.F. Atomic Safety and  Licensing  Board  Panel. 15pp. 29287:250-29287:264.
8503270383 Informs of withdrawal as counsel to AH Teunissen in lawsuit re allegations against Ebasco Svcs.lnc.Ebasco Plant Svcs, Inc.S&W & L Le Jeune.Numerous attempts to contact client for info unsuccessful.
TATE.A.E. Liskow & Lewis. 85/03/15. JOHNSON.E.H. Region 4, Office of Director. 1 p. 29523:187-29523:187.
J. Insurance & Indemnity information
8503130318 Forwards NELIA Certificate N-100 & MAELU Certificate M-100. NADEL.M. Marsh & McLennan, Inc. 85/03/04. SALTZMAN.J. Assistant Director for State & Licensee Relations. 14pp. 29330:271-29330:284.
8503200070 Forwards Endorsements 11 & 13 to NELIA Policy NF-286 & Endorsements 6 & 8 to MAELU Policy MF-119.
NADEL.M. Marsh & McLennan, Inc. 85/03/13. SALTZMAN.J. Assistant Director for State & Licensee Relations. 5pp. 29434:029-29434:033.
8503200379 Forwards declarations to MAELU & NELIA Policies MF-119 & NF-286,re-spectively & Endorsements 6-10 & 12 to NELIA Policy NF-286. NADEL.M. Marsh & McLennan, Inc. 85/03/13. SALTZMAN.J. Assistant Director for State & Licensee Relations. 10pp. 29428:107-29428:116.
Q. Inspection reports, IE Bulletins & correspondence
8503040454 Revises response to Unresolved Item U5.5-1 noted in Integrated Design Insp Rept 50-458/84-1 S.Corrective actions: Rev 4 to PMM-152 & Rev 2 to PMM-lio issued to include specific ref to electrical cofiduit requirements. BOOKER.J.E. Gulf States Utilities Co. 85/02/22. DEYOUNG.R.C. Director's Office, Office of Inspection and Enforcement. 2pp. 29178:361-29178:362.
8503040122 Forwards Insp Rept 50-458/85-01 on 850107-11 & notice of violation. JOHNSON.E.H. Region 4, Office of Director. 85/02/25. CAHILL.WJ. Gulf States Utilities Co. 2pp. 29184:274-29184:277.
-8503040125 Notice of violation from insp on 850107-11. * Region 4, Office of Director. 85/02/26. 2pp. 29184:276-29184:277.
-8503040142 Insp Rept 50-458/85-01 on 850107-11.Violation noted:problem w/non-ASME snubber assemblies not investigated sufficiently to reveal that same problem existed on ASME assemblies.
MCNEILL.W.M., GARRISON.D.L, JOHNSON.C.E. Region 4, Office of Director. 85/02/ 15. 15pp. 29184:278-29184:292.
8503040142 Insp Rept 50-458/85-01 on 850107-11.Violation noted:problem w/non-ASME snubber assemblies not investigated sufficiently to reveal that same problem existed on ASME assemblies.
MCNEILL.W.M.,   JAUDON.J.P.   Region   4,   Office   of   Director.   85/02/15.   15pp. 29184:278-29184:292.
8503040320 Ack receipt of 850128 Itr informing NRC of steps taken to correct deviations noted in Insp Rept 50-458/84-38.Addl info requested re test program to demonstrate that emergency diesels will function correctly during emergency condition. JOHNSON.E.H. Region 4, Office of Director. 85/02/26. CAHLL.WJ. Gulf States Utilities Co. 1p. 29180:330-29180:334.
-8503040327 Responds to NRC 841227 Itr re deviations noted in Insp Rept 50-458/84-38.Corrective    actions:FSAR    commitments    will    be    stressed    to    personnel preparing.reviewing & approving preoperational test procedures & results. CAHILL.W.J. Gulf States Utilities Co. 85/01/28. MARTIN.R.D. Region 4. Office of Director. 4pp. 29180:331-29180:334.503250166 Interrogatories & request for docurnents.per 10CFR2.740 & 2.741 & ASLB 850304 order beginning discovery.Certificate of Svc encl.Related correspondence. CHAN.E.I. Hearing Branch 2. #185 186. 85/03/19. Neiner, B. (Bob Neiner Farms, Inc.). 5pp. 29492:180-29492:184.. HUNTER.D.R. Region 4, Office of Director. 1p. 29485:354-29485:354,). REYNOLDS.N.S. Bishop, Liberman, Cook. Purcell & Reynolds. #185 044. 85/03/13. Citizens Association for Sound Energy. 12pp. 29370:019-29370:030. transcript of 841119-20 testimony before ASLB. Related correspondence. LIPINSKY.JJ. Affiliation Not Assigned. 85/03/08. 3pp. 29373:132-29373:134.d Licensing Board Panel. #185 064. 85/03/14. Office of the Executive Legal Director. 8pp. 29375:295-29375:302.. 29506:039-29506:046.tation.Util implementation of plan constitutes act contrary to law.per NY State Supreme Court 850220 ruling.Related correspondence. GALLAGHER.J.C. Suffolk County. NY. #185 171. 85/03/14.
